"Annexure S3" 

AMATHOLE DISTRICT MUNICIPALITY: WATER SUPPLY AND SANITATION SERVICES BY-LAWS 
OFFENCES AND FINES 


By-law published in extraordinary Provincial Gazette number 2378 dated 9 June 2010 


Section 

contravened 

Description of Offence 

Approved Fine 

5 

Failing to advise the municipality of the change in the purpose for which water 
services are used 

R500 

8 

Failing to pay water services charges and water services consumed by a consumer, 
in accordance with the municipality's revenue by-laws 

R 1 500 

24 

Failing to advise the municipality of the change in the purpose for or extent to 
which water services is used 

R500 

25(4) 

Commencing development on the premises without the municipality having 
instahed a connection pipe and meter. 

R2 000 

26(4) 

Failing to pay the prescribed connection charge in advance before a water 
connection can be effected 

R 1 500 

28(l)(a) 

Failing to ensure that no interconnection exists between the water instahation on his 
or her premises and the water instahation on other premises 

R500 

28(l)(b) 

Failing to ensure that no interconnection exists between the water instahations 
where several accommodation units are situated on the same premises 

R500 

36(a)(i) 

Polluting water in a reservoir or other place vested in the municipality 

R2 500 

36(a)(ii) 

Polluting water in a reservoir or other place owned by the municipality 

R2 500 

36(2)(a) 

Depositing or discharging rubbish, night-soil, industrial waste or other matter 
which may cause pohution on a portion of a catchment area where such acts are 
prohibited by notice 

R2 500 

39(8) 

resehing water supplied by the municipality without the written permission of the 
municipality 

R 1 500 

40(3)(a) 

Failing to provide a suitable place in which to instah a water measuring device 

R500 

40(3)(b) 

Failing to ensure that unrestricted access to the measuring device is available at all 
times 

R500 

40(3)(c) 

Failing to protect the device or to pay the costs arising from damage thereto 

R500 

40(3)(d) 

Failing to ensure that no connection is made to the pipe in which the measuring 
device is instahed, between the measuring device and the connection pipe serving 
the instahation 

R 1 000 

40(3)(e) 

Failing to provide for the drainage of water discharged from the pipe in which the 
measuring device is instahed 

R500 

40(3)(f) 

Using or permitting to be used on a water instahation, fitting, machine or appliance 
which causes damage or is likely to cause damage to the meter 

R 1 000 

40(4)(a) 

Disconnecting a measuring device and its associated apparatus from the pipe in 
which they are instahed 

R 1 000 

40(4)(b) 

Breaking a seal which the municipality has placed on a meter 

R 1 500 

40(4)(c) 

Interfering with a measuring device and its associated apparatus 

R 1 500 

43(3) 

Failing to pay the relevant charge in the prescribed tariff for the taking and testing 
of the samples of water referred to in sub-section (1) 

R 1 000 

44(2) 

Using a supply of non-portable water agreed to in terms of sub-section (1) for 
domestic or other purposes which may give rise to a health risk 

R 1 000 

45 

Laying or constructing a pipe or associated component on, in or under a street, 
public place or other land owned by, vested in, or under the control of the 
municipality for the purpose of conveying water derived from whatever source 

R2 000 

47(1) 

Failing to obtain the municipality's written approval for the instahation work done 

R2 000 
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48(l)(a) 

Doing installation work other than the replacement or repair of an existing pipe or 
water fitting without being plumber or a person working under a plumber 

R2 000 

48(l)(b) 

Replacing a fixed water heater or its associated protective devices without being 
plumber or a person working under a plumber 

R 1 500 

48(l)(c) 

Inspecting, disinfecting or testing a water instahation, fire installation or storage 
tank and is not a plumber or a person working under a plumber 

R 1 500 

48(l)(d) 

Servicing, repairing or replacing a back flow preventer and is not a plumber or a 
person working under a plumber 

R 1 500 

48(l)(e) 

Installing, maintaining or replacing a meter provided by an owner in a water 
installation and is not a plumber or a person working under a plumber 

R 1 500 

48(2) 

Instructing or engaging a person who is not a plumber to do the plumbing work 

R 1 500 

50(1) 

Failing to ensure that the installation is situated within the boundary of his or her 
premises 

R 1 000 

50(3) 

Failing to instah isolating valve 

R 1 000 

51(1) 

Instahing or using a pipe or water fitting in a water instahation within the 
municipality's area of jurisdiction without the authority of the municipality 

R 1 500 

53(1) 

Installing a shower head with a maximum flow rate of greater than 10 litres per 
minute 

R 1 000 

53(2) 

Instahing a tap on a wash hand basin with the maximum flow of water that exceeds 
six litres per minute 

R 1 000 

56(1) 

Sinking a borehole on premises situated in a dolomite area, and failing to determine 
if the premises on which the borehole is to be sunk is situated within a dolomite 

area 

R 1 000 

65(2) 

Failing to give the municipality a written notice prior to a fire extinguishing 
instahation being serviced and tested. 

R500 

79(5) 

Commencing with development on the premises without the municipality having 
installed a connecting sewer 

R2 000 

82(1) 

Failing to ensure that no interconnection exists between the drainage instahation on 
his or her premises and the drainage instahation on other premises 

R500 

86(8)(a) 

Failing to conduct the prescribed tests for the quality of the industrial effluent 
discharged 

R 1 000 

88(1) 

Failing to ensure that the instahation is situated within the boundary of his or her 
premises, except where otherwise approved 

R 1 500 

88(4) 

Permitting the entry of a liquid or solid substance, other than clean water for testing 
purposes, to a drainage instahation before the drainage instahation has been 
connected to the sewer. 

R 1 500 

88(5) 

Failing to submit to the building inspection section of the municipality, a certificate 
certifying that the work was completed to the standards as set out in the Building 
Regulations, and this by-law 

R 1 500 

91 

Laying or constructing a drain on, in or under a street, public place or other land 
owned by, vested in, or under the control of, the municipality. without permission 

R2 000 

93(3)(a) 

Failing to ensure that each sewage manhole on the premises is permanently visible 
and accessible; and 

R500 
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93(3)(b) 

Failing to ensure the visibility of each cleaning eye and manhole on the premises at 
all times. 

R500 

96(1) 

Causing or permitting an accumulation of grease, oil, fat, solid matter or a trap, 
tank, or fitting as wih cause its blockage or ineffective operation of the drain 

R 1 500 

96(2) 

Failing to take steps to have the blockage cleared in drainage installation 

R 1 000 

96(3) 

Failing to inform the municipality of the blockage in the sewer system 

R500 

97 

Failing to provide a grease trap of an approved size and type 

R 1 000 

99 

Failing to obtain the approval of the municipality before he or she instahs any 
mechanical appliance for the raising or transfer of sewage in terms of the building 
regulations 

R 1 500 

102(a) 

Entering upon an area used for the purpose of the sewage disposal system without 
the prior written permission of an authorised officer 

R2 000 

102(b) 

Entering a structure used by the Municipality in connection with its sewage 
disposal system without the prior written permission of an authorised officer 

R2 000 

103(a) 

Interfering or tampering with the sewage disposal system without the authority of 
an authorised officer 

R2 000 

103(b) 

Making a connection to the sewage disposal system without the authority of an 
authorised officer 

R2 500 

103(c) 

Constructing a building or raising or lowering the ground level within an area that 
is subject to a sewer servitude without the authority of an authorised officer 

R2 500 

104(1) 

Damaging or endangering the sewage disposal system, or causing or permitting it to 
be damaged or endangered. 

R2 500 

104(2) 

Eailing to ascertain if there is any part of the sewage disposal system situated on the 
land before commencing work which may cause damage thereon 

R500 

106(1) 

Preventing or restricting access to a sewage disposal system 

R 1 500 

108(1) 

Discharging industrial effluent into the sanitation system without the approval of 
the municipality 

R2 500 

111(1) 

Eailing to discharge the industrial effluent in terms of the written approval or in 
accordance with the provisions of this by law 

R2 500 

112(1) 

Eailing to ensure that industrial effluent discharged into the sanitation system of 
the municipality complies with the standards and criteria set out in Schedule A 

R 1 500 

116(1) 

Discharging sewage into the municipality’s sewage treatment plants by road 
haulage without the approval of the municipality 

R2 500 

122(l)(a) 

Doing installation work other than the replacement or repair of an existing pipe or 
sanitation fitting without being a plumber 

R 1 500 

122(l)(b) 

Inspecting, disinfecting and testing a drainage instahation, fire instahation or 
storage tank without being a plumber 

R 1 500 

122(l)(c) 

Servicing, repairing or replacing a back flow preventer without being a plumber 

R 1 500 

122(l)(d) 

Instahing, maintaining or replacing a meter provided by an owner in a drainage 
instahation without being a plumber 

R 1 500 

122(2) 

Engaging a person who is not a plumber to do the work of a plumber 

R 1 500 
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129(1) 

Gaining access to water services from the water supply system, sewage disposal 
system or other sanitation services without agreement with the municipality for the 
rendering of those services. 

R2 000 

130(1) 

Managing, operating or maintain a water supply system or any sanitation system 
without authority 

R2 500 

130(2) 

Effecting a connection to the water supply system or sewage disposal system or 
rendering other sanitation services without authority 

R2 500 

131(1) 

Preventing or restricting physical access to the water supply system or sewage 
disposal system by construction 

R2 000 

132(l)(a) 

Permitting the purposeless or wasteful discharge of water from terminal water 
fittings; 

R 1 500 

132(l)(b) 

Permitting pipes or water fittings to leak; 

R 1 000 

132(l)(c) 

Permitting the use of maladjusted or defective water fittings 

R 1 000 

132(l)(d) 

Permitting an overflow of water to persist; 

R 1 000 

132(l)(e) 

Permitting an inefficient use of water to persist. 

R 1 000 

132(2) 

Failing to repair or replace part of his or her water instahation which is in such a 
state of disrepair that it is either causing or is likely to cause an occurrence listed in 
sub-section 132(1) 

R 1 500 

132(4) 

Failing to ensure that equipment or plant connected to his or her water instahation 
uses water in an efficient manner 

R 1 000 

133(1) 

Discharging, causing or permitting sewage to be discharged into a stormwater 
drain, river, stream or other watercourse 

R2 500 

133(2) 

Failing to provide all facilities necessary to prevent discharge or leakage of liquid 
to any street, stormwater drain or watercourse 

R2 000 

133(4)(a) 

Discharging, permitting the discharge of a substance, other than sewage, into a 
drainage instahation; 

R2 000 

133(4)(b) 

Discharging, permitting the discharge of water from a swimming pool, over a road 
or into a gutter, stormwater drain, watercourse, open ground or private premises 

R2 000 

133(4)(c) 

Discharging or permitting the discharge of water from artificial fountains, 
reservoirs or swimming pools, situated on the premises, into a drainage installation 
without the approval of the Municipality 

R2 500 

133(5) 

Causing or permitting the accumulation of grease, oil, fat or solid matter in a 
drainage instahation that will adversely affect its effective functioning 

R2 500 

135(1) 

Interfering with infrastructure by which the municipality provides municipal 
services 

R2 500 

136(1) 

Using water obtained from a source other than the water supply system or rain 
water tanks which are not connected to the water instahation, without the approval 
of the municipality 

R 1 500 

137(1) 

Using or permitting the use of on-site sanitation services not connected to the 
municipality's sanitation system without the approval of the engineer 

R2 500 
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